142     DOCKETED ITEMS
8503060515 Ack receipt of 841031 Itr providing uti! 1985 annual emergency plan exercise objectives.NRC & FEMA consider objectives appropriate.Changes in date of exercise.per 841212 Itr.acceptable.
FISH.R.F. Region 5, Office of Director. 85/02/27. BASKIN.K.B. Southern California Edison Co. 1p. 29236:192-29236:192.
8503180036 Responds to NRC 850125 Itr re violations noted in Insp Repts 50-206/84-34,50-361/84-33 & 50-362/84-34.Corrective actions: list of emergency response team members reduced & emergency response team training program evaluated. BASKIN.K.P. Southern California Edison Co. 85/03/01. MARTIN.J.B. Region 5, Office of Director. 7pp. 29416:350-29416:356.
8503220197 Revised emergency plan implementing procedures.including Rev  1  to S0123-VIII-0.202 re assignment of emergency personnel & Temporary Change Notice 1-1 to Rev 1 to SO123-VHI-0.204 re evacuation of personnel.W/850306 Itr. CROY.P.A. Southern California Edison Co. 85/03/06. MARTIN.J.B. Region 5, Office of Director. 51pp. 29475:244-29475:294.
8503270428 Requests resolution of outstanding deviations from NRC fire protection requirements.Addl deviations &/or amends to license will be submitted when Generic Ltr 85-01, "NRC Fire Protection Policy Steering Committee Rept," issued. MEDFORD.M.O. Southern California Edison Co. 85/03/25. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29523:168-29523:169.
G. Adjudicatory correspondence
8503130243 Requests that Commissioners appoint ASLB member to review, investigate & issue findings on NRC mgt of EE Kent allegations.Evidence suggests investigation deliberately narrowed in scope.
GARDE.B.P. Government Accountability Project. #185 987. 85/03/06. PALLADINO.N.,   ROBERTS.T.,  ASSELSTINE.J.   Commissioners.  31pp.   29472:286-29472:317.
J. Insurance & Indemnity information
8503260468     Forwards     endorsements    to     NELIA     &     MAELU     policies     & certificates.including Endorsement 102 to NELIA Policy NF-146,Endorsement 89 to MAELU Policy MF-38 & Endorsement 41 to NELIA Policy NS-282. ADAMS,J. Southern California Edison Co. 85/03/19. DINITZ.I. Assistant Director for State & Licensee Relations. 10pp. 29516:341-29516:350.
P. Operating license stage documents & correspondence
8503010052 Further response to FOIA request for documents identified on computer
printouts.App C documents available in PDR. FELTON.J.M. Divisior
Division  of Rules and  Records.  84/12/24.  KALER.RJ. Gadsby & Hannah, 2pp. 29586:081-29586:088.
-4503010095 Board Notification 82-105:forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAKJ.M. Assistant Director for Licensing. 82/11/24. Atomic Safety and Licensing Board Panel. 2pp. 29586:090-29586:091.
8503110102 Forwards FR notice of consideration of issuance of amends to Licenses NPF-10 & NPF-15 & proposed NSHC determination & opportunity for hearing re listed applications for amends on reactor protection instrumentation. ROOD.H, Licensing Branch 3. 85/01/10. BASKIN.K.P. Southern California Edison Co. HOLCOMBE.J.C. San Diego Gas & Electric Co. 3pp. 29328:330-29328:342.
-8503110181 Notice of consideration of issuance of amends to Licenses NPF-10 & NPF-15 & proposed NSHC determination & opportunity for hearing on listed applications re reactor protection instrumentation & electrical power sources. KNIGHTON.G.W. Licensing Branch 3. 84/12/21. 10pp. 29328:333-29328:342.
8503010303 Notification of 850212 meeting w/util in Bethesda,MD to brief incoming director.Div of Licensing on project status.
ROOD.H. Licensing Branch 3. 85/02/11. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29188:284-29188:286.
8503040394 Responds to 841227 Generic Ltr 84-24 re environ qualification of electric equipment required for compliance W/10CFR50.49.AII equipment qualified except auxiliary feedwater pump motors.
MEDFORD.M.O. Southern California Edison Co. 85/02/28. THOMPSON.H.L Division of Licensing. 2pp. 29179:358-29179:359.
8503140245 Notification of 850308 meeting w/util in Bethesda.MD to discuss CPC improvement program.
ROOD.H. Licensing Branch 3. 85/03/05. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29374:360-29374:362.
8503270555 Forwards monthly FR notice re applications & amends to OLs involving NSHC.dtd 850227.
* Office of Nuclear Reactor Regulation, Director. 85/03/13, BASKIN.K.P. Southern California Edison Co. 49pp. 29542:088-29542:137.
8503260020 Requests description of steps taken to comply w/requirements of Section 106 of Natl Historic Preservation Act.Unresolved case still pending re effects of project on eligible properties.
FINK.R. Advisory Council on Historic Preservation. 85/03/14, MIRAGLIA.F. Licensing Branch 3. 1p. 29517:215-29517:215.
8503200085 Application for amends to Licenses NPF-10 & NPF-15,revising Tech Spec 3/4,3.2, "ESF Actuation Sys Instrumentation," to delete ref to carbon dioxide instrumentation for toxic gas isolation sys.Fee paid. MEDFORD.M.O. Southern California Edison Co. 85/03/18. KNIGHTON.G.W. Licensing Branch 3, 4pp. 29432:137-29432:156.
-8503200092 Proposed Tech Spec 3/4.3.2, "ESF Actuation Sys Instrumentation," deleting ref to carbon dioxide instrumentation for toxic gas isolation sys.
* Southern California Edison Co. 85/03/18.16pp. 29432:141-29432:156.
8503220236 Discusses abnormally high airborne levels of radioiodine anticipated from first refueling in 1985. Exemption to 10CFR20,App A to allow credit for radioiodine protection factor when using MSA 466220 GMR-1 canister requested. MEDFORD.M.O. Southern California Edison Co. 85/03/20. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29476:115-29476:117.
Q. Inspection reports, IE Bulletins Si correspondence
8503150007  Forwards  Insp  Repts  50-206/85-01,50-361/85-01   & 50-362/85-01 on 841 21 6-8501 19,No violation noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/22. BASKIN.K.P. Southern California Edison Co. 2pp. 29395:291-29395:302.
-8503150011   Insp  Repts  50-206/85-01.50-361/85-01   & 50-362/85-01   on 841216-850119.NO violation noted.Major areas inspected: operational safely verification.LER review, monthly surveillance activities & monthly maint activities. HUEY.F.R., STEWART.J.P., D'ANGELO.A.J. Region 5, Office of Director. 85/02/15 10pp. 29395:293-29395:302.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258,
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503180036 Responds to NRC 850125 Itr re violations noted in Insp Repts 50-206/84-34,50-361 /S4-33 & 50-362/84-34.Corrective actions: list of emergency response team members reduced & emergency response team training program evaluated. BASKIN.K.P. Southern California Edison Co. 85/03/01. MARTIN.J.B. Region 5, Office of Director. 7pp. 29416:350-29416:356.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York. Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503270622 Forwards Insp  Repts  50-206/85-03,50-361/85-02 & 50-362/85-02 on 850 128-0201. No noncompliance noted. WENSLAWSKI.F.A. Region 5, Office of Director. 85/03/07. BASKIN.K.B. Southern California Edison Co. 1p. 29529:297-29529:314.
-8503270628  Insp  Repts  50-206/85-03,50-361/85-02 & 50-362/85-02 on 850128-0201. No violation or deviation noted.Major areas inspectechorganizational & mgt controls.external occupational exposure control & personal dosimetry. NORTH.H.S., SHERMAN.C. Region 5, Office of Director. GRAYSON.M. Region 4, Office of Director. 85/03/06. 18pp. 29529:298-29529:314.
8503080442 Suppf 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York. Inc. f09pp. 29481:085-29481:192.
8503270042 Forwards Insp Repts 50-361/85-07 & 50-362/85-06 on 850204-OS.No violations identified.
KIRSCH.D.F. Region 5, Office of Director. 85/03/08. BASKIN.K.B. Southern California Edison Co. 1p. 29529:135-29529:140.
-8503270053 Insp Repts 50-361 /85-07 & 50-362/85-06 on 850204-08.No violations or deviations identified. Major areas inspected: licensee action on previous NRC insp findings & LER foflowup. KANOW.LR., JOHNSON.P.H. 29529:140.
. Region 5, Office of Director, 85/03/07. 5pp. 29529:136-
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings, Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp, 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503140403 "Semiannual Effluent Rept for Jul-Dec 1984." W/850228 Itr. HAYNES.J.G. Southern California Edison Co. 84/12/31. MARTIN.J.B, Region 5, Office of Director. 71pp. 29381:245-29381:315.
8503200149 Monthly operating repts for Jan 1985.Revised operating status sheets for Unit 2 for Aug 1983 - Dec 1984 encl.W/ 850215 Itr.
MAISEL.RJ., MAYWEATHER.LI., HAYNES.J.G. Southern California Edison Co. 85/ 01/31. 29pp. 29458:001-29458:030.
